AMENDMENT NO, 1 A P R I L 1990 TO IS 9 6 9 4 ( P a r t 4 ) : 1 9 8 0 C O D E OF P R A C T I C E F O R THE SELECTION, INSTALLATION, OPERATION AND MAINTENANCE OF HORIZONTAL CENTRIFUGAL P U M P S FOR AGRICULTURAL APPLICATIONS PART 4 MAINTENANCE

( Page 2, Table 1, col heading 'Remedies' ) -- Substitute the following for the existing against 'Foot valve may be too small': 'Inspect and replace it by another fool valve conforming to IS 10805 : 1986.' ( Page 2, Table 1, col heading 'Remedies' ) -- Insert the following at the end in the sentence in column heading ' Remedies ' against 'Speed too high': 'or replace the existing pulley of the primemover or counter shaft, by another pulley of the appropriate diameter.' ( Page 2, Table 1, col heading 'Trouble' ) -- Insert the following against 'Pump consumes excessive power' in the 'Cause' and 'Remedies' columns: 'Cause Pump is inefficient Improper selection of pump Remedies Replace the pump Select proper size of the pump depending upon the requirements'
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